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The SSC wastewater treatment system is comprised of key components that require a constant 
source of electrical power or diesel fuel to effectively treat the wastewater. In alignment with 
the President's new Executive Order 13653, Planning for Federal Sustainability in the Next 
Decade, this project aims to transform the wastewater treatment system into a zero emissions 
operation by incorporating the advantages of an off grid, photovoltaic system. Feasibility of 
implementation will be based on an analytical evaluation of electrical data, fuel consumption, 
and site observations. 



